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9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005240250 Forwards Insp Repts 50-528/90-15,50-529/90-15 & 50-530/90-15 on
900319-23 & 0409-13.No violations or deviations noted.

RICHARDS.S. Region 5, Ofc of the Director. 90/05/10. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 3pp. 53923:001-53923:012.

-9005240254 Insp Repts 50-528/90-15,50-529/90-15 & 50-530/90-15 on 900319-23 &
0409-13,No violations or deviations noted.Major areas inspected-.Procedures
30703,40703 & 92700 utilized. Weaknesses noted in closeout of Unit 1 restart list.
ANG.W.P., WONG.H. Region 5, Ofc of the Director. 90/05/10. 9pp. 53923:004-
53923:012.

9005210048 Responds to NRC 900413 Itr re violations noted in Insp Repts 50-528/90-
03,50-529/90-03 & 50-530/90-03.Corrective actions: night order written for guidance
on use of instrumentation w/maint tag present.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/05/11. Document Control Branch (Document Control Desk). 3pp. 53873:164-
53873:167.

9005220046 Forwards Security Insp Repts 50-528/90-14,50-529/90-14 & 50-530/90-14
on 900404-30.Weaknesses identified in personnel training & contingency plan
implementation.EncI withheld (ref 10CFR2.790 & 73.21).

PATE.RJ. Region 5, Ofc of the Director. 90/05/15. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 53899:243-53899:248.

-9005220047 Partially withheld Insp Repts 50-528/90-14,50-529/90-14 & 50-530/90-14
on   900404-30   (ref   10CFR2.790   &   73.21).   Weaknesses   identified.Major   areas
inspected:security organization.physical barriers.lighting & assessment aids.
NORDERHAUG.LR., SCHAEFER.D., MCQUEEN.A.D. Region 5, Ofc of the Director.
90/05/07. 2pp. 53899:247-53899:248.

9005230113 Ack receipt of 900503 Itr informing NRC of steps taken to correct violations
noted in Insp Repts 50-528/90-18, 50-529/90-18 & 50-530/90-18.
YUHAS.G.P. Region 5, Ofc of the Director. 90/05/16. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 1p. 53914:001-53914:011.

9005220383 Requests addl info re disposition of matls other than fittings & flanges due
to determination for resumption of activities for products.in connection w/NRC Bulletin
88-005.

PETERSON.S.R. Project Directorate V. 90/05/18. CONWAY.W.F. Arizona Public Serv-
ice Co. (formerly Arizona Nuclear Power Project). 4pp. 53899:350-53899:353.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005010138 "Annual Radiological Environ Operating Rept for 1989." W/900424 Itr.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
89/12/31. 97pp. 53665:243-53665:339.

9005100109 Forwards "Annual Environ Operating Rept for 1989" & "Annual Rept for
Salt Deposition Monitoring Program 1989."

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/04/30. Document Control Branch (Document Control Desk). 1p. 53729:322-
53730:357.

-9005100136 "Annual Environ Operating Rept for 1989."

CARPENTER.M.L Arizona Public Service Co. (formerly Arizona Nuclear Power
Project). 89/12/31. 6pp. 53729:323-53729:327.

-9005100139 "Annual Rept for Salt Deposition Monitoring Program 1989."
* NUS Corp. 89/12/31. 390pp. 53729:328-53730:357.

9005160001 Monthly operating repts for Apr 1990 for Palo Verde Nuclear Generating
Station Units 1,2 & 3.W/900511 Itr.

PORTER.K.F., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear
Power Project). 90/04/30. 16pp. 53836:052-53836:067.

S. Reportable occurrences, LERs & related correspondence

9004260325 LER 90-003-00:on 900320.log power channels declared inoperable when

Power Project). 90/04/20. 7pp. 53602:083-53602:089.

9004300242 Special Rept 1-SR-90-002:on 900327,radiation monitoring unit was inoper-
able greater than 72 h in order to implement mods required to improve performance
of monitors.Monitors declared operable on 900410.

LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 90/
04/21. Document Control Branch (Document Control Desk). 2pp. 53636:165-
53636:166.

9005080229 LER 90-001-01 :on 900220,radiation monitor indication spike resulted in
ESF actuation.Caused by noise in radiation monitor common ground circuit & cognitive
personnel error. Mod performed to circuit & personnel counseIed.W/900501 Itr.
BRADISH.T.R., LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear
Power Project). 90/05/01. 8pp. 53753:331-53753:338.

9005080083 Special Rept 1-SR-89-009,Suppl 1:on 890907,radiation monitoring unit in-
operable in excess of 72 h.Caused by failure of sys board zero insertion connecting
socket to ensure solid contactEngineering evaluation completed.
LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 90/
05/02. Document Control Branch (Document Control Desk). 4pp. 53778:220-
53778:223.

9005230125 Special Rept 1-SR-90-003:on 900421,condenser evacuation sys high-range
radiation monitor RU-141 declared inoperable for more than 72 h due to unstable
sample flow.Caused by moisture accumulation in flow element.Heat tracing added.
LEVINE.J.M. Arizona Public Service Co. (formerly Arizona Nuclear Power Project). 90/
05/11. Document Control Branch (Document Control Desk). 2pp. 53919:302-
53919:303.

V. Operator Examinations

9004260383 Forwards post-exam security agreements for DK Hendrick, D Ensign,M
Alavi & author.Agreement certifies that signatories will not divulge info re 900320
exams,

CANNON.T.C. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/04/09. ROYACK.M. Region 5, Ofc of the Director. 5pp. 53615:158-53615:162.

9004300251 Forwards Licensed Operator Requalification Retake Exam Rept 50-528/
OL-90-01 on 900320.Rept details reexam of licensed senior reactor operator previous-
ly evaluated as unsatisfactory on simulator portion taken on 891009-1103.
KIRSCH.D.F. Region 5, Ofc of the Director. 90/04/11. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 2pp. 53654:210-53654:216.

-9004300253 Requalification Retake Exam Rept 50-528/OL-90-01 on 900320. Exam
results:performance of senior reactor operator during retake exam
satisfactory.Operators file will be updated accordingly.

ROYACK.MJ.. MILLER.LF. Region 5, Ofc of the Director. 90/04/09. 5pp. 53654:212-
53654:216.

9005230324 Forwards Initial Exam Continuation Rept 50-528/OL-90-02 on 900321 .Pro-
cedural noncompliance noted re operator-ordered actions not in accordance w/alarm
response procedures for low pressurizer level.

ZIMMERMAN.R.P. Region 5, Ofc of the Director. 90/05/02. CONWAY.W.F. Arizona
Public Service Co. (formerly Arizona Nuclear Power Project). 3pp. 53915:195-
53915:201.

-9005230329 Exam Rept 50-528/OL-90-02 on 900321 .Exam results:senior reactor op-
erator passed continuing license exam.

ROYACK.M.J., MILLER.LF. Region 5, Ofc of the Director. 90/04/10. 4pp. 53915:198-
53915:201.
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F. Security, medical, emergency & fire protection plans

9005160014 Forwards Insp Repts 50-528/90-02,50-529/90-02 & 50-530/90-02 on
900108-0412.Violation noted.lnsp identified that personnel still reluctant to initiate matl
nonconformance rept or engineering evaluation request.

KIRSCH.D.F. Region 5, Ofc of the Director. 90/04/24. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 53836:122-53836:158.

-9005160015 Insp Repts 50-528/90-02,50-529/90-02 &  50-530/90-02 on 900108-
0412.Violations noted.Major areas inspected:licensee performance on closing out
NRC open items & routine fire protection program implementation.
HUEY.F.R. Region 5, Ofc of the Director. 90/04/23. 33pp. 53836:126-53836:158.

9005080212 Procedure Change Notice 4 to Rev 7 to EPIP-02,Rev 12 to EPIP-03 & Rev
9 to EPIP-20.W/900430 Itr.

CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/04/30. 73pp. 53756:271-53756:343.

9005080393 Notification of 900502 meeting w/util in Walnut Creek.CA to discuss licens-
ee initiatives in fire protection.security & procurement.

RICHARDS.S.A. Region 5, Ofc of the Director. 90/05/02. Region 5, Ofc of the Direc-
tor. 3pp. 53770:353-53770:355.

9005170268 Forwards public version of revised EPIPs.including Procedure Change
Notice 11 to Rev 12 to EPIP-04 & Procedure Change Notice 1 to Rev 6 to EPIP-15.
CONWAY.W.F. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/05/03. Document Control Branch (Document Control Desk). 2pp. 53857:001-
53857:064.

-9005170270 Public version of revised EPIPs.including Procedure Change Notice 11 to
Rev 12 to EPIP-04 & Procedure Change Notice 1 to Rev 6 to EPIP-15.
WILLSEY.D.N. Arizona Public Service Co. (formerly Arizona Nuclear Power Project).
90/05/03. 62pp. 53857:003-53857:064.

9005220046 Forwards Security Insp Repts 50-528/90-14,50-529/90-14 & 50-530/90-14
on 900404-30.Weaknesses identified in personnel training & contingency plan
implementation.EncI withheld (ref 10CFR2.790 & 73.21).

PATE,R.J. Region 5. Ofc of the Director. 90/05/15. CONWAY.W.F. Arizona Public
Service Co. (formerly Arizona Nuclear Power Project). 4pp. 53899:243-53899:248.

-9005220047 Partially withheld Insp Repts 50-528/90-14,50-529/90-14 & 50-530/90-14
on   900404-30   (ref   10CFR2.790  &   73.21).   Weaknesses   identified.Major  areas
inspected.-security organization.physical barriers.lighting & assessment aids.
NORDERHAUG.LR., SCHUSTER.M.D. Region 5, Ofc of the Director. 90/05/07. 2pp.
53899:247-53899:248.

I. Financial information

9005240280 Forwards cash flow statement & annual rept to Securities & Exchange
Commission for 1989.

GONZALES.J. Southern California Edison Co. 90/05/19. Document Control Branch
(Document Control Desk). 48pp. 53921:001-53921:048.solidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.
